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UNCLASSIFIED 

PAGE 01 STATE 012096 
ORIGIN ARA-14 

INFO OCT-01 ISO-OO OES-07 L-03 COME-OO /025 R 

DRAFTED BY ARA/CAR:RJSURBER:NHM 
APPROVED BY ARA/CAR:ACHEWITT 
OES/APT/BMP:ASCHAPMAN (SUBSTANCE) 

028976 171232Z/17 

R 170405Z JAN 78 
FM SECSTATE WASHDC 
TO AMEMBASSY NASSAU 

UNCLAS STATE 012096 

E.O. 11652: N/A 


Message Text 


TAGS: TECH, TGEN, BF 

SUBJECT :TIMETABLE FOR U.S. CONVERSION TO METRIC SYSTEM 


REF: (A) NASSAU 1900 (77), (B) NASSAU 095 

1 . DEPARTMENT REGRETS DELAY IN RESPONDING TO REQUEST 
REFTEL A. 


2. METRIC CONVERSION ACT OF 1975 (PL 94-168) DECLARES A 
NATIONAL POLICY TO CONVERT TO THE METRIC SYSTEM BUT DOES 
NOT LAY DOWN TIMETABLE. ACT ALSO ESTABLISHED U.S. METRIC 
BOARD TO COORDINATE VOLUNTARY CONVERSION TO METRIC 
SYSTEM. 

2. COPY OF PL 94-168 BEING POUCHED TO POST. CHRISTOPHER 

UNCLASSIFIED 
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Disposition Action: n/a 
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Errors: N/A 
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Image Path: 

ISecure: 1 
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